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Message Text 



UNCLASSIFIED 

PAGE 01 IAEA V 01829 0II449Z 
51 

ACTION SCI-06 

INFO OCT-01 10-14 ISO-00 RSC-01 DRC-01 /023 W 

081591 

P011342ZMAR 74 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC PRIORITY 4009 
INFO AEC GERMANTOWN PRIORITY 

UNCLAS IAEA VIENNA 1829 

EO 11652: NA 

TAGS: AORG, OCON, IAEA 

SUBJECT: lAEAAVHO WORKING GROUP MEETING ON CODE OF PRACTICE 
FOR RADIATION STERILIZATION OF MEDICAL PRODUCTS, 

VIENNA, 4/5-6/74 

REE: IAEA VIENNA 1354 

1. AGENCY CONTINUES TO INQUIRE RE AVAILABILITY OF BRUCH. 

2. MISSION WOULD GREATLY APPRECIATE LEARNING REASON FOR DELAY 
IN RESPONSE. ADVISE SOONEST. PORTER 



UNCLASSIFIED 
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